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Dashboard Detection Report 





Report Details 


Report By: Bill Fraass 

Agency Count: 1 

Time Frame: From 01-01-17 To 12-31-17 

Total Detections: 6,863,206 



Contributor 

Agency 

Detections 

1 

My Agency 

6,863,206 


Date Created: 09-25-19 
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